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D/LOD, 
wi, 


ILLEGIB-2 Gp 


3 February 1981 


MEMORANDUM EOR: Chief of the Combined Safe Project Office of 
the Office of Data Processing 


FROM St 
NEAC, ADP Control Officer 
SUBJECT ot SAFE Briefing 


Oe ee 
has requested in the attached a riefing on SAFE. A previous briefing ~ 


of two years ago was prior to the SAFE hardware contract being let. As 
we've discussed, please provide an update briefing on SAFE. 


2. The SAFE briefing (another topic will follow) has been scheduled 


- from 0900 hours to 1000 hours on 11 February 1981 in Room 3G02, Headquarters. 


3. is the contact officer for this 
briefing. Thanks. 


Attachment: 
As Stated 
Distribution: a 
Original - Addressee : 
1 - D/ODP 
1 - D/OCR 
1 - C/SAS/OCR 
1 - LE *) )] OCR 
1 - NFAC Coordination Staff 
a 
1 - NEAC/ADP Control Officer 
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